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Exhibit Nos 5905 To Contract 


Date: 


From: The Firewel Co., Inc. 


(Contracter) 


To: Se 25X1A9a 
ontracting Officer) 


Part 


September 17, 1958 | 


No, Nomenclature Qty. Unit Price Total Price 


25X1A9a 


S621BL Pressure suit for 2 4 S| 1 $1,170.14 $1,170,14 


Delivery: As Soon As Possible 


Prices are fair and reasonable and this 
Exhibit is hereby approved, Distz. 


$ 1,170.14 


SIGNED: 


25X1A9a 


Orig. Contractor warrants prices conform to the 
price formula in effect on date of this 
. Exhibit, 
25X1A9a = 


25X1A5a1 
SIGN 
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